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INDEX, VOLUME 43 


This volume includes: No. 1, July 1949; No 2, October 1949; No. 3, 


January 1950; No. 4, 


April 1950. An additional separate part not included in the Index, has been mailed as follows: 


No. 2, Part 2. Membership Directory ' 


‘Year Book.’ 


Each item lists the Quarterly issue number in which it will be found, followed by the page 
number (i.e., 1:9 refers to Number 1, July 1949, page 9). 


A 


A-Bomb and H-Bomb Defenses. 
Bond. 4:252 


Aircraft Fires, Large Loss Fires. 3:166 
See also Transportation Fires. 


Aircraft, New Fire Extinguishing Agents for. 
By Howard A. Klein. 4:235 


_ Airports, See Hangars. 
peepese Calif., Freighter Fire, Nov, 2, 1949. 


By Horatio 


Arson Prevention. By R. K. Goeriz, Detroit 
Arson Squad. 2:96 


=e nen, Sprinkler Performance 
in. 4:2 


ie caaes Sprinkler Tables. 4:272 


B 
Bales, Cotton, Fire Packed. 4:240 
eae te Cotton, Hazard of Static Sparks. 


Baltimore, Md., Department Store Fire, March 
10, 1950. 4:265 


Bangor, Maine, Miscellaneous Storage Fire, 
uly 6, 1949. 3:188 


Barberton, Ohio, Sewer Pipe Manufacturing 
Fire, June 29, 1949. 3:179 


Bay City, Mich., Manufacturing Fire, Wood- 
worker, June 12, 1949. 3:175 


Board of Directors Meetings 
May 16, 1949. 1:3; 4:229 


Boston, Mass., Concealed Space Fire, March 9, 
1949. 4:228 


Bowling oon Fire, Cleveland, Ohio, Feb. 19, 
1949. 3:20 


Large Loss Fires. 3:170 
Brick, Tile and Pipe Plant Fires. 3:153 
pee. N. J., Theatre Fire, June 14, 1949. 


Mercantile Fire, Nov. 26, 1949. 


Brockville, Oni., 
3:192 


Bromochloromethane, for Aircraft. 4:235 
Bromotrifluoropropane, for Aircraft. 4:235 
' Buildings, Gas Service Explosions. 4:287 


c 
Canadian Cities, Fire Losses of. 4:321 
Car Barn Fire. Large Loss Fires. 3:170 
Carbon Dioxide Aircraft Systems. 4:235 
| Carbon Tetrachloride, for Aircraft. 4:235 


Cashmere, Wash., Fruit Packing Plant, Sept. 
17, 1949. 3:180 


Causes and Prevention of Cotton Fires. By 
a M. Braidech and Robert C. Dean. 
Causes of Fires, 1948 2:142 


Charleston, W. Va., 5 & 10c Store, March 4, 
1949. 3:191 


Chemicai Plant Fires. 3:153 
paicago, Ill., Iron Foundry Fire, April 18, 1949. 


Chlorobromomethane, for Aircraft. 4:235 


Church Fires. Large Loss Fires. 3:170 
' Thompsonville, Conn., Jan. 5, 1949. 3:200 


Cities, Fire Record of, 1949 4:310 
City Gas, Explosions. 4:287 


;Civil Defense, A-Bomb and H-Bomb Defenses. 
By Horatio Bond. 4:252 


Cleveland, Ohio, Bowling Alley Fire, Feb. 19, 
1949. 3:202 


Coal Mine Fire. Large Loss Fires. 3:170 
com prea Warehouse Fires. Large Loss. 


Salt Lake City, Utah, June 28, 1949. 2:112 


Co Ohio, Soybean Fire, Aug. 23, 1949. 


Concealed Space Fire, Boston, Mass.; Frontis- 
piece. 4:228 


Construction, Factor in Large Loss Fires. 3:208 
Contents, Factor in Large Loss Fires. 3:211 
Contest on Basement Ventilation, $1,000. 4:233 


Coshocton, Ohio, Dept. Store Fire, March 19, 
1949. 3:192 


Cotton Fires, Causes and Prevention of. By 
a M. Braidech and Robert C. Dean. 
4:240 


Cotton Warehouse Fires. 3:159 
Country Club Fires. Large Loss Fires. 3:170 


D 
Dachlaurin, for Aircraft. 4:235 
Dallas, Texas, Aircraft Fire, Nov. 29, 1949. 3:194 
Dance Hall Fires. Large Loss Fires. 3:170 


Danville, Va., Tobacco Warehouse Fire, March 
16, 1949. 3:190 


Davenport, Iowa, Hospital Fire, Jan. 7, 1950. 
3:145 
er Colo., Flour Mill Fire, Sept. 22, 1949. 
1 


Department Store Fires 
Baltimore, Md., March 10, 1950. 4:365 
Large Loss Fires. 
See also Mercantile. 


Detection Methods, Factor in Large Loss Fires, 
3:208 


Detroit, Mich., Food Products Warehouse Fire, 
June 3, 1949. 3:184 : 
Manufacturing Fire, Light Metalworking. 
178 
Dibromodifluoromethane, for Aircraft. 4:235 
Dibromotetrafluoroethane, for Aircraft. 4:235 
Die Casting Plant Fire, St. Joseph, Mich., 
March 31, 1949. 1:69 
Distillery Fire. 3:153 
oer Fires 
Farmville, Va., March 6, 1949. 3:198 
Gambier, Ohio, Feb. 27, 1949. 3:197 
Large Loss Fires. 3:168 
Lenox, Mass., Feb. 13, 1949. 3:197 
Norman, Okla., Dec. 3, 1949. 3:198 


Drug Store Fire. 3:164 
See also Multiple Occupancy. 


Dwelling Fires. Large Loss. 3:169 


Edmonton, Alberta, Multiple Occupancy, Stor- 
age, March 8, 1949 3:186 


Effingham, Ill, St. Anthony Hospital Fire, 
April 4, 1949. 1:13 (Repririted); 3:196 
Electrical Equipment Warehouse Fire. 3:159 
Electric Generating Plant Fires. 3:153 
a Fire Hazards in Cotton Gins. 


Exhibition Hall Fires, Large Loss. 3:171 
San Bernardino, Calif., July 16, 1949. 3:205 








324 


Explosion Limits of Flammable Vapors. 4:260 
Explosions, Gas. 4:287 

Extinguishers, Portable for Aircraft. 4:235 
Extinguishing Agents, Aircraft. 4:235 


F 
ae Va., Dormitory Fire, March 6, 1949. 


Fibreboards, Combustible. By Robert S. Moul- 
ton 2:83 (Reprinted) 


Fire Casualty Statistics, Large Loss Fires. 3:208 


Fire Department Administration. By John H. 
Alderson. 1:7 (Reprinted) 


Fire Doors. School Fire, Lynn, Mass., Septem- 
ber 14, 1949. 2:108 


Fire Extinguishing Agents for Aircraft, New. 
By Howard A, Klein. 4:235 


Fire Losses, Classified, 1948. 2:135 (Reprinted) 
Fire Packed Cotton Bales. 4:240 


Fire Precautions with Uranium. By Edward J. 
Kehoe, Francis L. Brannigan, Merril Eisen- 
bud. 4:256 


Fire Protection Developments in 
Percy Bugbee. 3:147 


Fire Record of Cities, 1949. 4:310 

Fire Spread, Human Factors of. 3:211 
Fires, Causes of, 1948. 2:142 

Five and Ten Cent Store Fires. 3:164 


Flammable Limits at Oven Temperatures. By 
A. F. Matson and R. E, Dufour. 4:260 


ieee Fire, Denver, Colo., Sept. 22, 1949. 


Food Products Plant Fires. Large Loss. 3:154 
Los Angeles, Calif., July 15, 1949. 2:134 


Food Products Warehouse Fires. 3:160 


Forest Fires, Large Loss Fires. 3:171 
“a County, Calif, Oct. 31-Nov. 2, 1949. 


1949. By 


Fort Worth, Texas, Grandstand Fire, May 15, 
1949. 1:74; 3:206 
Foundry Fire, Chicago, IIl., pon 18, 1949. 1:78 
Lockport, N. Y., May 24, 1949. 3:182 
Freeport, Ill., Garage Fire, Oct. 15, 1949. 3:203 
Fuel, Gas, Explosions. 4:287 
Furniture Warehouse Fires. 3:160. 


G 
coe: Ohio, Dormitory Fire, Feb. 27, 1949. 


Garage Fires 
Freeport, Ill., Oct. 15, 1949. 3:203 
Large Loss Fires. 3:171 
New York, Gasoline Vapor Explosion, 
Oct. 3, 1949; 2: ‘Frontispiece 


Gas Explosions. 4:287 
Gas Pipe Line Fire. 3:173 
Gas Works Fire. 3:155 
General Storage Fires. 3:161 
Gins, Cotton, Fires in. 4:240 
Glassware Storage Fire. 3:161 
Grain Elevator Fires, Heppner, Ore., July 18, 
1949. 2:106 
Moro, Que., May 5. 3:185 
Grain Elevator—Country Fire. 3:161 
Grain Elevator—Terminal Fires. 3:161 
Grain, Feed and Seed Storage Fires. 3:161 
Grandstand Fires 
Fort Worth, Texas, May 15, 1949. 1:74; 3:206 
Inglewood, Calif., May 5, 1949. 3:206 
Large Loss Fires. 3:171 
Grocery Stores—Super Markets 
Large Loss Fires. 3:164 
See also Multiple Occupancy. 
Gulf of Mexico, Undersea Oil Well, March 11, 
1949. 3:207 


INDEX 


Halon Numbers, for Halonganated Hydrocar- 
bons. 4:235 
Hangar Fires. Large Loss Fires. 3:170 
Lincoln, Nebr., March 3, 1949. 3:203 


Hazleton, Pa., Manufacturing Fire, 
worker, Feb. 1, 1949. 3:176 

Heppner, Oregon, Grain Elevator Fire, July 
18, 1949. 2:106; 3:185 

High Piled Combustible Stock, Hazard of. By 
Norman J. Thompson. 1:38 (Reprinted) 

Hockey Rink Fire. Large Loss Fires. 3:172 


Holland Tunnel Fire. Connec. New York and 
New Jersey, May 13, 1949. 1:78 


Hospital Fires 
Davenport, Iowa, Jan. 7, 1950. 3:145 
Effingham, Ill., April 4, 1949. 1:13 
printed); 3:196 
Large Loss Fires. 3:169 
Nr. Salem, Oregon, May 18, 1949. 1:34 


Hotel Fires. Large Loss Fires. 3:169 
Wilmington, N. C., Jan. 21, 1949. 3:199 


Wood- 


(Re- 


Ice Storage Fire. 3:162 
Seaton Signs for Sprinkler Equipment. 
1: 


——. Temperature of Flammable Solvents, 


Illuminating Gas, Explosions, 4:287 
Incinerators, Cotton Waste. 4:240 


Indusirial Fire Problems, Report of Committee 
to Board of Directors. 4:230 


Industrial Plants, Gas Explosions. 4:302 


Inglewood, Calif., Grandstand Fire, May 5, 1949. 
1:71; 3:206 


Institutional Occupancies, Sprinkler Perform- 
ance in. 4:284 


ania Radioactive for Cotton Processing. 
4:246 


J 


Jersey City, N. J., Vehicular Tunnel Fire, May 
13, 1949. 3:207 


L 


Lamp Shade Plant Fire. 3:155 

Large Loss Fires of 1949. 3:151 

Lenox, _— Dormitory Fire, Feb. 13, 1949. 
3:19 


ane * = ree Metalworking Fire, Light, March 

194! 76 

Lightning, eda Against, Board of Direc- 
tors Action. 4:231 


Lincoln, Nebr., Hangar Fire, March 3, 1949. 
3:203 
Liquefied Petroleum Gas Fires, Explosions 
Near Afton, Calif, July 7, 1949, Railroad 
Train. 2:104 
City Service Explosions. 4:287 
Palmer, Mass., August 10, 1949. 2:101 (Re- 
printed) 


Liquor Warehouse Fires. 3:162 
Little Rock, Ark., Warehouse Fire, Electrical 


Supplies, Fire Resistive, March 23, 1949. 
1:76 

Location, Large Loss Fires. 3:208 

Lockport, N. Y., May 24, 1949. Aluminum 
Foundry. 3: 182 

Long Beach, Calif., Aircraft Fire, September 
15, 1949. 3:195 


Los Angeles, Calif., Food Products Fire, July 


15, 1949. 2:134 
Lumber Yard Fire. Large Loss Fires. 3:172 
Lynn, Mass., School Fire, Sept. 14, 1949. 2:108 
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M 
Manufacturing Fires 
— Ohio, June 29, 1949. Sewer Pipe. 
Bay City, Mich., June 12, 1949. Woodworker. 


Cashmere, Wash., Sept. 17, 1949. Fruit Pack- 
ing Plant. 3:180 
a Ill., April 18, 1949. Metalworker. 


Columbus, Ohio, Aug. 23, 1949. Soybean 
Plant. 3:182 
Denver, Colo., Sept. 22, 1949. Flour Mill. 


3:181 
Detroit, Mich., Nov. 20, 1949. Light Metal- 
working. 3:177 
Hazleton, Pa., Feb. 1, 1949. 
3:176 
. ge Loss Fires. 3:153 
toy, N. Y., March 29, 1949. Light Metal- 
working. 3:177 
Lockport, N. Y., May 24, 1949. Aluminum 
Foundry. 3:182 
Mewaa’’ Wisc., May 1, 1949. Woodworker. 


Milton, Ore., March 5, 1949 Food Products 
Plant. 3:181 
——* N. H., Sept. 21, 1949. Woodworker. 


3: 

Rushville, Ind., Sept., 1949. Electric Generat- 
ing Plant. 3:182 

St. Paul, Minn., March 31, 1949. Heavy Metal- 
working. 3:17 

—. Ore, July 27, 1949. Woodworker. 


Woodworker. 


Manufacturing Occupancies, Sprinkler Per- 
formance in. 4:284 


susie Vessel Fires. Large Loss Fires. 3:167; 


Masonry Chimneys, Fire Hazard Tests with. 
By Nolan D. Mitchell, 2:117 (Reprinted) 
Matches, Hazards in Cotton Handling. 4:240 
Medford, Ore., Cold Storage Plant Fire, June 
22, 1949. 3:183 
Medford, Wisc., Manufacturing Fire, Wood- 
worker, May 1, 1939. 3:174 
Mercantile Fires 
Brockville, Ont., Nov. 26, 1949. Multiple Oc- 
cupancy. 3:192 
Charleston, W. Va., March 4, 1949. 5 & 10c 
Store. 3:191 
— Ohio, March 19, 1949. Dept. Store. 


Large Loss Fires. 3:163 

Palmyra, N. Y., March 25, 1949. Multiple Oc- 
cupancy. 3:193 

San Bruno, Calif., June 29, 1949 Super- 
market. 3:191 

Sedalia, Mo., April 3, 1949. Dept. Store. 3:193 


Mercantile Occupancies, Sprinkler Perform- 
ance in. 4:284 


Mercantile Stocks Warehouse Fires. 3:162 
es Light, Fires. Large Loss Fires. 


LeRoy, N. Y., March 29, 1949. 1:67 
Metalworking, Heavy, Fires. 3:155 
Methyl Bromide, for Aircraft 4:235 


Milton, Ore., Manufacturing Fire, Food Prod- 
ucts, March 5, 1949. 3:181 


Mining Property Fires. 3:157 
Miscellaneous Warehouse Fires. 3:162 
— _— Grain Elevator, May 5, 1949. 


Fires 
oss Fires. 3:172; 3:205 


Mortuar 
Large 


St. Louis, Mo., Aug. 5, 1949. 2:115 


Motion Picture Theatre Fires, Bridgeton, N. J., 
June 14, 1949. 3:202 
Large Loss Fires. 3:172 
See also Multiple Occupancy, Mercantile. 


Multiple Occupancy Mercantile Fires. 3:164 
Multiple Occupancy Warehouse Fire. 3:163 


325 


N 
New York, N. Y., Electrical Equipment Fire, 
March 10, 1949. 3:187 
Garage Fire, Oct. 3, 1949. 2:Frontispiece 
Holland Tunnel Fire, May 13, 1949. 1:78 
Night Club Fire. 3:166 


a. Okla., Dormitory Fire, Dec. 3, 1949. 
a 


North Kansas City, Mo., Tire Warehouse Fire, 
March 15, 1950. 4:267 


°o 
Oakland, Calif., Terminal Warehouse Fire, 
March 15, 1949. 1:65; 3:190 
Office Building Fires. Large Loss Fires. 3:172 
See also Multiple Occupancy, Mercantile. 


Coe Spee: Sprinkler Performance in. 
4: 


Oil Refinery Fire, Perth Amboy, N. J., June 23, 
1949. 1:Frontispiece; 3:204 

Oven Temperatures, Flammable Limits at. By 
A. F. Matson and R. E. Dufour. 4:260 


Ovens, Ventilation. 4:260 


P 
Palmer, Mass., L. P. Gas Fire, August 10, 1949. 
2:101 (Reprinted) 
Palmyra, N. Y., Mercantile Fire, March 25, 
1949. 3:193 
Paper Products Plant Fire. 3:157 
Paper Storage Fire. 3:163 
Perth Amboy, N. J., Oil Refinery Fire (Asphalt 
Tank), June 23, 1949. 1:Frontispiece; 3:204 
Petroleum Production and Distribution Fires 
Gulf of Mexico, Undersea Oil Well, March 
11, 1949. 3:207 
Large Loss Fires. 3:172 ‘ 
Perth Amboy, N. J., June 23, 1949. 1:Frontis- 
piece; 3:20 
Pier Fires 
Army, Oakland, Calif., March 15, 1949. 1:65 
Large Loss Fires. 3:173 
Pinedale, Calif., Cotton Warehouse Fire, Jan. 
23, 1949. 3:189; 4:302 
Pipe Plant Fires. 3:153 
se Maine, Aircraft Fire, August 11, 1949. 
7195 


Protection, Private, Deficiencies and Handicaps 
Influencing Fire Spread in Large Loss 
Fires. 3:210 


R 
Race Track Fire, Inglewood, Calif., May 5-6, 
1949. 1:71 


Railroad Rolling Stock Fire, Afton, Calif. near, 
July 7, 1949. 2:104 

nuinens Box Cars, Hazard to Cotton Handling. 
4: 


Residential Occupancies, Sprinkler Perform- 
ance in, 4:284 


Rochester, N. H., Manufacturing Fire, Wood- 
working, Sept. 21, 1949. 3:176 


Rushville, Ind., Electric Generating Plant Fire, 
Sept. 15, 1949. 3:182 


s 

Safety of Life from Fire at Sea. By Donald V. 
Reardon (U. S. Coast Guard). 1:47 

St, Joseph, Mich., Die Casting Plant Fire, 
March 31, 1949. 1:69 

St. Louis, Mo.. Mortuary Fire, Aug. 5, 1949. 
2:115; 3:205 

St. Paul, Minn., Manufacturing Fire, Metal- 
working, March 31, 1949. 3:179 

Seley, Geegen Nr., Hospital Fire, May 18, 1949. 


Salt Lake City, Utah, Cold Storage Plant Fire, 
June 28, 1949. 2:112 
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San Bernardino, Calif., Exhibition Hall, July 
16, 1949. 3:205 
San Bruno, .. Supermarket Fire, June 29, 
1949. 3:19 
San aac Calif., Grocery Warehouse Fire, 
Aug. 30, 1949. 2:109 
San Rafael, Calif., Food Warehouse Fire,, June 
4, 1949. 1:6; 3:187 
School Fires. Large Loss Fires. 3:173 
Lynn, Mass., Sept. 14, 1949. 2:108 
— * acai Mass., March 21, 1949. 
:20 
Sedalia, Mo., Dept. Store, April 3, 1949. 3:193 
Seymour, Texas, Cotton Warehouse Fire, Oct. 
21, 1949. 3:189 
Smoking, Hazard of in Cotton Handling. 4:240 
Solvents, Igniiion Temperatures. 4:264 


Spontaneous Ignition of Pyroxylin Triangles. 
By Forrest J. Sanborn. 1:61 


Springfield, Ore., Manufacturing Fire, 
worker, July 27, 1949. 3:175 


Sprinkler Equipment Identification Signs. 1:37 


Sprinkler Performance in Assembly Occupan- 
cies. 4:284 


Sprinkler Tables, Automatic. 4:272 


Sprinklered Fires 
Barberton, Ohio, June 29, 1949. 3:153 
Charleston, W. Va., March 4, 1949. 3:164 
Cleveland, Ohio, Nov. 2, 1949. 3:155 
Dover, Ohio, May 4, 1949. 3:153 
Glen Riddle, Pa., Dec. 4, 1949. 3:157 
Helen Mine, Ont., Jan. 1, 1949. 3:157 
Houston, Texas, Jan. 30, 1949. 3:159 
Medford, Wisc., May 1, 1949. 3:158 
LeRoy, N. Y., March 29, 1949. 3:156 
Paterson, N. J., April 20, 1949. 3:157 
Pinedale, Calif., Jan, 23, 1949. 3:159 
Rochester, N. H., Sept. 21, 1949. 3:158; 3:176 
St. Louis, Mo., Aug. 30, 1949. 3:160 


— Protection in Large Loss Fires. 


Wood- 


a Fire, Toronto, Ont., Sept. 17, 1949. 

‘Static, Fire Hazard in Cotton Gins. 4:240 

Storage Fires, see Warehouse Fires. 

Storage Occupancies, Sprinkler Performance 
in. 4:284 


Store Fires, See Department Stores. 
ee Deficiencies Influencing Fire Spread. 


T 

Temperature, Effect on Explosive Limits. 4:260 
Terminal Fires. Large Loss Fires. 3:163 
Textile Worker Fires. 3:157 
Theatre Fires, See Motion Picture Fires. 
Thompsonville, Conn., Church Fire, Jan. 5, 

1949. 3:200 
Tile Plant Fires. 3:153 
Tires, Hazards of High Piled. 1:38 


Tire Storage Fire, North Kansas City, Mo., 
March 15, 1950. 4:267 


Tobacco Factory Fire. 3:158 
Tobacco Warehouse Fires. 3:163 
Toronto, Ont:., Sept. 17, 1949, Marine Vessel 


Fire. 3:213 
aes | of Fire Extinguishing Agents, for Air- 
craft. 


4:235 


INDEX 


Tractors, Hazards to Cotton Bales. 4:240 
Tractors, Industrial and Lift Trucks, Appoint- 
ment of Committee. 4:231 


Transportation Fires 
Near Alameda, Calif., Freighter. 3:194 
Dallas, Texas, ‘Aircraft, Nov. 29, 1949. 3:194 
Large Loss Fires. 3:166 
Lene Calif., Aircraft, Sept. 15, 1949. 


Portiand, Maine, Aircraft, Aug. 11, 1949. 3:195 
Trucks, Hazards to Cotton Handling. 4:240 


U 


Uranium, Fire Precautions with. By Edward 
J. Kehoe, Francis L. Brannigan and Merril 
Eisenbud. 4:256 

Uranium, Fire Precautions in Laboratory Han- 
dling. 4:256 

Uranium, Fire Precautions in Storage of. 4:256 


Vv 


Vehicular Tunnel Fire. Large Loss Fires. 3:173 
Nr. Jersey City, N. J., May 13, 1949. 3:207 
Ventilation, $1,000 Contest on Basement. 4:233 
Ventura County, Calif., Forest Fire, Oct. 31- 

Nov. 2, 1949. 3:207 


w 


Warehouse Fires 
Bangor, Maine, July 6, 1949. 
3:188 


Danville, Va., March 16, 1949. Tobacco. 3:190 
Detroit, Mich., June 3, 1949. Food Products. 


3:184 
Edmonton, Alberts, March 8, 1949. Multiple 


Miscellaneous 


Occupancy. 3:186 ; 
a: Ore., July 18, 1949. Grain Elevator. 
Large Loss Fires. 3:159 : 

Little Rock, Ark., Electrical Supplies, March 

23, 1949. 1:76 
Medford, Ore., June 22, 1949. Cold Storage 


Plant. 3: 
Moro, nee, May 5, 1949. Grain Elevator. 
3:185 


New York, N. Y., March 10, 1949. Electrical 
Appliances. 1:63; 187 

No. Kansas City, Mo., Tire Warehouse, 
March 15, 1950. 4:267 

Oakland, Calif., March 15, 1949. Terminal 
Warehouse Fire. 1:65; 3:190 

Pinedale, Calif., Jan. 23, 1949. Cotton. 3:189 

Salt Lake City, Utah, June 28, 1949. 2:112 

San Francisco, Calif., Food Products, Aug. 


30, 1949. 2:109 
— ee, Calif., June 4, 1949. Food. 1:6; 


Seymour, Texas, Oct. 21, 1949. Cotton. 3:189 
West Bridgewater, Mass., School Fire, March 
21, 1949. 3:201 
Wet Water, Use in Cotton Fires. 4:240 
ee N. C., Hotel Fire, Jan. 21, 1949. 


Windowless Buildings, Fighting Fires in. By 
Anthony J. Mullaney. 1:53 (Reprinted) 


Woodworking Fire, Bay City, Mich., Mfg. Fire, 
June 12, 1949. 3:175 


woe: Saw and Planing Mill Fires. 


Woodworking, Wood Products Fires. 3:158 
Year Book. 2, Part II 
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